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9 June 1959 


SUBJECT: Engineering Study LAC-30, System IV Investigation 
TO: Contracting Officer 


25X1A 


Engineering Study LAC-30, System IV Interference Investigation, 
has been reviewed by the WSPO and is approved subject to deletion of 
the plan to remove the ASN-6 and RADAN . We recommend that the test 
be conducted with ASN-6 and RADAN inoperative until concluded, then 
a separate test be conducted to determine ASN-6 and RADAN effects on 
the system. 
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